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310                       APPENDIX II

WOLLASTON, William Hyde (1766-1828), F.E.S.; sec-
retary to Eoyal Soc., 1804-16; commissioner of Eoyal
Soc. on Board of Longitude, 1818-28. Chemist, physiologist,
and physicist.

YOUNG, Thomas (1773-1829), F.E.S.; professor of
natural philosophy, Eoyal Inst., 1801-03; physician to St.
George's Hospital, 1811-29. Eesearches in structure of the
eye, etc., and in Egyptology.
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